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SECRET 

The Deputy Director of Central Intelligence 

Washington. D. C. 20505 




Executive Registry 


84- 297 


17 January 1984 


General John A. Wickham 
Chief of Staff 
United States Army 
Washington, D.C. 20310 

John: 


breakfast session, you noted the need to help the 
Til U Amencan countries to counter terrorism and subversion 

jk? we couid d °- rd * iet & 
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Our next step will be to meet in Washington with representatives of 
concerned US military elements — I understand you have agreed to name 
one — to design a specif l cjji lot program and determine how host tn 


convey this concept to the 


Upcoming government transitions and elections 


„ „ / ma y slow implementation a bit, but I trust that our people will 

worn closely together on this. people win 
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